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NOTIFICATION 


The 4th December 2007 


No. 3438 — TP.-Estimate -Gazette /2004 - Vol.-IV . — In accordance with Section 164 of Electricity 
Act, 2003 and in exercise of the power conferred upon O.P.T.C.L. vide Department of Energy, 
Government of Orissa Order No. 2353 - R . & R.- 11. - 10 / 2006 , dated the 9th March 2006 , the following 
transmission scheme, which the industry intends to undertake under the supervision of the Orissa 
Power Transmission Corporation Limited for execution is published for general information . It is 
also notified in the interest of general public that any person interested in making representation 
regarding the execution of the above scheme,may submit such representation in writing, so as to 
reach the Senior General Manager, Transmission Project & Construction , Orissa Power 
Transmission Corporation Limited , Bidyut Bhawan , 3rd Floor, Janpath , Bhubaneswar-751022 
within two months from the date of publication of this Notification . Full details of the scheme and 
plan may be seen in the office of the concerned Executive Engineer (EHT Construction Division ), 
as mentioned against the work on any working day during office hours : 


SI. 


Name of the 


Name of the 


Tentative 


Name of the 


Perceived 
benefit that 


No. 


work and scope 


villages in which 


estimated 


office to be 


the line will pass 


amount in Rs. 


contacted 


may accrue 


( 1 ) 


( 2 ) 


( 3 ) 


(4 ) 


(5 ) 


(6 ) 


1 Construction of 39.88 Km . of 


It will facilitate 


400KV D / C line on D / C tower 


Rs. 45,79,45,035.00 Executive Engineer, 

(EHT) Construction 
Division , Angul. 


from 400/220/132 KV Meramundali 


Grid Sub -station to the plant premises 
of M / s Jindal Steel & Power Ltd. 
at Kerejang, Angul. 


Tahasil : Angul 
1. Joragadia 
2. Nuata 
3. Jhajhribahal 
4. Santri 
5. Tulsipal 
6. Tulsipal Jungle 
7. Bdaberena 
8. Bandhupur 
9. kankinali 


the setting up 
of the industry 
alongwith 
captive power 
plant, which will 
benefit the State 
in general. 
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( 1 ) 


( 2 ) 


( 3 ) 


( 4 ) 


( 5 ) 


(6 ) 


10. Barasingha 
11. Badibahal 


12. Kangula 


13. Samakoi 


14. Chheliapada 
15. Baluakata 
16. Sabalabhanga Jungle 
17. Sharadhapur 
18. Panchamahala 


19. Nuamouza 


20. Karadagadia 
21. Kushasingha 
22. Jarasingha 
23. Majhika 
24. Benagadia 
25. Mukundapur 
26. Krushnachandrapur 
27. Sankerejang 
28. Badakerejang 
29. Badakerejang Jungle 


D. K. CHOWDHURY 


Senior General Manager (Transmission 
Project & Construction ), OPTCL , Bhubaneswar 


Printed and Published by the Director, Printing , Stationery and Publication , Orissa , Cuttack - 10 

Ex. Gaz . 1644–193 + 20 . 


